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10 thousand per sens , but 


uere act that many Q 
did noi 


I 11 n" AujniF 'c lyfjl He did not say how many 

were actually er-p i oyed' there , nor d id he make an estimate. 
Most of the information he had received from residents cu 


Tur clans ky Svaty Kartrlr. 
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eve Mesto 
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hall be-i'l nix plant had just been opened in nysnoKt; 
and that* some 1500 persons were employed there. When the 
plant was in full production, there were to be some six to 
eight thousand workers. Another friend of mine who resides 
in Kvsucke Neve Mestc told me that the Swedish SKF Was to 
d© 1 * vts* 7 '* "the rr.a chine Ty and was to 1 1 a v g part int bps s t In the 
Diant; / The Swedes withdrew, however, when they learned that 
the plant was to be nationalized * As a result * Zbrojovka Brno 
was to furnish the necessary machinery. Bearings produced 
in the plant were supposed to go to the USSR, — I never h ear* ^ 
anv production figures or estimates, | | 25X1X 

1 l+- 4* <5 ^ V w r i ' l /i f ! ‘yfafl 


housed in live puuu :!^^ ciotttt 
/See Enclosure A for 
buildings had 
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__ . Sc Tory, 
urr e railway station - 
Construction of these 
1951 buildings numbered 


Buildings had begun An 1 9 ni J > in July ly^x dui lamp iuiuim**™ 

3 k and 5 in the. enclosed sketch were still under construction. 
All five huAl dings were made of brick, with glass roofs. The 
poofs were constructed, parallel tc the ground — and — in — ridge ^ 
to take better advantage of the light > ' 
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Officer from the District; National Committee, say r,nac n« 
wanted vallo (fnu) arrested for economic sabotage „ Vallo had 
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been in charge of the constr- 


iction of the factory .and the 


roofs began to leak very badly, I do not know what happened 
to Valle, but I do know that the roofs were repaired. The 
plant- area which is inside a barbed wire enclosure Is 
guarded by plant militia. Just behind the plant area there 
Is a water reservoir on a hill. Water is pumped to the 
reservoir from the clty^s water pump station downtown. Pipes 
are laid from the reservoir to the plant , Electric power is 
used at the plant , Seine of the buildings are connected by a 
corridor -type brick passage. 

-end- 
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